Materials, and other Assistances, which may probably be
expected, will put a new Quire in great Forwardness; and
whereas among divers Designs which have been presented
to Us, We have particularly pitched upon one, as well
because We found it very artificial, proper, and useful; as
because it was so ordered that it might be built and
finish'd by Parts : We do therefore by these Presents
signify Our Royal Approbation of the said Design, here-
unto annexed ; and do will and require you forthwith to
proceed according to the said Design, beginning with the
East-end or Quire, and accomplishing the same with the
present Stock of Money, & such Supplies as may probably
accrue, according to the Tenor of the Commission to you
directed; and for so doing this shall be your Warrant.
Given at our Court at Whitehall, the I4th Day of May.
1675, in the 2yth Year of our Reign.

By His Majesty's Command,

HENRY COVENTRY

To Our Commissioners for rebuilding
the Cathedral of St Paul, London.

THE DEMOLITION OF OLD SAINT PAUL'S
The pulling down of the Walls, being about 80 Feet
high, and 5 Feet thick, was a great and troublesome
Work; the Men stood above, and worked them down with
Pickaxes, whilst Labourers below moved away the Ma-
terials that fell, and dispersed them into Heaps : the want
of Room made this Way slow, and dangerous, and some
Men lost their Lives; the Heaps grew steep and large;